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Work k Order D 91662 * ж | i y 
October-12-12 11:16:14 AM *о1 662% age 


Item ID: 647.1910E - Accept *NONNNAN1 ав” багар. Siart NIG 4 Я 


Revision ID: 


ItemName: Clip=-=.. Stop *N Q9* | 


N 

Start Date: 10/12/12 > Start Qty: 120.00 *120* Cust Item ID: 
Required Date: 11/02/12 Req'd Qty: 120.00 *4 20% Customer: 
Reference: 

= Ses oe к > zu >= ~ эг? я 7 7 Run Start * ж 
Approvals: Process Plan: А rer £ Tooling: о Date ~ > М R 1 

Stop 
QC: ni. _____ no SPC (Y/N): Date: 00 | *N RI* 

Sequence ID/ = Operation AS Set Up/ Tool ID Tool# Plan Accept i Reject Reject Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 
| | Draw Nbr Revision Nbr 

| 1647. 1500 . 

100 5 0.00 

ж 4 nn* PURCHASING 

Purchasing Memo 0.00 
Purchasing í 2 Issue P/O: \@\! 

f 4 a)Description: EXT по, FOR BRACKET 
Л е) Material: 7075-Т6 
RR f)Material certification required 
ah BF 
13% fe те 
е 

10:43, Receive & Inspect for Damage & Mat'l Certs 0.00 

*41N* | © 

Packaging Memo 0.00 
Packaging Ensure material certification is attached“ 

120 ES QC6- Inspect dimensions to drawing 0.00 

AAN у | SL 22 y 

ос шт. Мез Е Мето : 0.00 

Quality Contfol * | o Ут Ensure Material certification comply to Dwg 646.9800 
5 Б Far | 


*01 ARO* С Раре 2 


Item ID: 647. 1910E Accept 


Revision ID: : *N аппплп1 па” р чирен “N S 1 ж 
Item Маша Clip IE N S 2? * 


Work Order ID 91662 
October-12-12 11:16:14 AM 


Start Date: 10/12/12 Start Qty: 120.00 *120* Cust Item ID: 

Required Date: 11/02/12 Req'd Qty: 120.00 *4 20% Customer: 

Reference: 

` BOURG : > AS ee Е т i Run Start œ% ж 

Approvals: Process РІап: Ваш Tooling: COD atte __ __ us N R 1 

Sto 
Фс рае: РС(Ү/): 220000. рае Р *N R Ры 

Sequence ID/ Operation қамалы | Set Up/ Tool ID Tool# Plan Accept Reject Reject Insp. | Е 

Work Center ID Description е 3 b Run Hours Code Qty Qty Number Stamp 

130 Identify as per dwg & Stock Location:/ 144 0.00 

*420* PAM зд E 4- ДЕЕ = | 
> Packaging Memo 0.00 ES re а 
Е Packaging 

140 QC21- Final Inspection - Work Order Release 0.00 

*4AN* _ 

QC Memo 0.00 

Quality Control 


* Ы 
< 


Picklist Print Page 1 
October-12-12 11:16:14 AM 


Work Order ID: 91662 


Parent Item: 647.1910E Start Date: 10/12/12 Required Date: 11/02/12 

Parent Item Name: Clip Start Qty: 120.00 Required Qty: 120.00 

Comments: ІРР REV:A NEW ISSUE 12-10-11 JLM VERIFIED BY:DD 

Component Item ID/ Replacement Mfg/ Bin Primary Last Route Unitof Qtyon Qty per Kit Total Qty Date Status 
Issued 


Item Name Item ID Purch Item Location Location Seq ID Measure Hand Qty 


647.1910P Ритсһавей. No Чи | f 0.0000 


Clip A DIG ФА ? 


MATERIAL: ALUMINUM 7075-1651 PER AMS-QQ-A-250/12 
IN FINISH: HARD ANODIZEJAW MIL-A-8625 TYPE iil, 

"2 CLASS 2, COLOR BLACK: 

CARDINAL 4860-50 PRETREATMENT PRIMER 

PRIME IAW MIL-P-23377J TYPE | CLASS М 

f з DEBURR AND BREAK ALL SHARP EDGES 


| 4. IDENTIFY IAW МРР-120 


647.1910 


1 


Ad .20 X 45.0° —~ 


APL A a Sy A 


) елегі 2.53 SUPPORT ANGLE 
2.06 90.0° Н | BRACKET 
1 ТЕЕ 
i BRACKELIM ” 
| | BRACKET, RH 
A | СЫР 
E HL 52 = сее 1 LT DESCRIPTION 
D sE: [ PARTS LIST ” 1 
PICAL INDUSTRIES | 
fu 122---е- 1 2 А E б | 
f 16 TYP — pos R.10 ERDE CA. 920569512 (760}724-5300| 
SECTION A BRACKETS 
БГ" 66471900 | 
= A rn se те u етене ae ee ш 


SHIPPER NO. UNIVERSAL ALLOY CORPORATION 8 
: 180 LAMAR HALEY PKWY N, GA USA 3011 А 
- 405916-1 | 66739 © (770) 479-7230 ne 


PRODUCTION LOTS 0554403 012 PCS 


5 5 . 
H | DART AEROSPACE O |DART AEROSPACE 
111270 ABERDEEN L | 1270 ABERDEEN 
P 19% D 
HAWKESBURY, ONTARIO CN, K6A 1K7 HAWKESBURY, ONTARIO CN, K6A 1К7 
т T 
о о 


27/320 


CUSTOMER'S Р.О. NO. ORDER PLACED BY . 
2018110 Item 3_ LAA er EIS BACÉLIE T 


SPECIFICATION NO. 
фе» T6 AMS-QQ-A-200/11 REV. N/C 


1 ‘CUSTOMER'S. ‘PART: NUMBER.. : 
643-. 1910- EXT ALUMINUM EXTRUSION 


SHIP VIA DATE SHIPPED | FREIGHT CHARGES SHIPMENT ` CERTIFICATIONS 
JOURNEY 11/21/2012 PREPAID [connect [C] | PARTIAL [C] COMPLETE Ga | atracan [то FOLLOW [] 


BOX 
1 bundle of 1 Standard US box 


INIVERSAL ALLOY CORPORATION ACCEPTS NO RESPONSIBILITY FOR ERROR IN SHIPMENT IF YOU FAIL TO NOTIFY US WITHIN 3 DAYS OF 
WCEIPT. NO REJECTED MATERIAL WILL BE ACCEPTED FOR CREDIT OR REPLACEMENT AFTER 30 DAYS FROM DATE OF RECEIPT. 


9:90 
ксі 
SHIPPER NO. ЕЕ NO. UNIVERSAL ALLOY CORPORATION | 
== 180 LAMAR HALEY PKWY CANTON, GA USA 30114 
. 405916-1 66739 (770) 479-7230 
PRODUCTION LOTS c554403 @12 PCS 


5 
DART AEROSPACE О | DART AEROSPACE ' 
1270 ABERDEEN L | 1270 ABERDEEN 
D 
HAWKESBURY, ONTARIO CN, K6A 1K7 | HAWKESBURY, ONTARIO CN, K6A:1K7 
т 


27/320 


CUSTOMER'S P.O. NO. ORDER PLACED BY CUSTOMER'S PART NUMB 
oo item 3 LINDA LACELLE > 1910-EXy amm 


“ALLOY * ЗҮ SPECIFICATION NO AR A eer iee) 


her Ж? АМ5-00-А-200/11 БЕУ. М/С 


SHIP VIA DATE SHIPPED | FREIGHT CHARGES | SHIPMENT CERTIFICATIONS 
OURNEY <------ 11/21/2012 preparo [X сошкст [| | PARTIAL ГІ comezere | аттаснер Gyro FOLLOW O 
JUAN SHIPPRD - 

PIECES X LENGTH NET PER PC | NET POUNDS | GROSS POUNDS | BOX 

144 12 X 144. 10.33 124 175 1 bundle of 1 Standard US box 


UNIVERSAL ALLOY CORPORATION ACCEPTS NO RESPONSIBILITY FOR ERROR IN SHIPMENT IF YOU FAIL TO NOTIFY US WITHIN 3 DAYS OF 
RECEIPT, NO REJECTED MATERIAL WILL BE ACCEPTED FOR CREDIT OR REPLACEMENT AFTER 30 DAYS FROM DATE OF RECEIPT. 


UNIVERSAL ALLOY CORPORATION 


180 LAMAR HALEY PKWY CANTON, GA 30114 (770) 479-7230 


EXTRUSION MILL CERTIFICATE OF CONFORMANCE 
INSPECTION AND TEST REPORT 


CUSTOMER DART AEROSPACE LTD 
PURCHASE ORDER PO18110 item 3 | DATE 11/12/12 
ORDER NUMBER 405916 a > PARTNO; -647.1910-ЕХТ rev М/С 
SPECIFICATIONS AMS-QQ-A-200/11 REV. N/C MATERIAL 7075-Т6 
| MECHANICAL PROPERTIES 
| SAMPLE TEST TEST TENSILE STRENGTH YIELD STRENGTH ELONGATION % 
| OR LOT DIRECTION LOCATION KSI Ks! 
C554403 L Rear 90.6 82.2 13.1 


MANUFACTURED IN THE U.S.A. 
CHEMICAL COMPOSITION LIMITS 
HERS 
[жене [а [= | ou | мш | ш | ok | m Ton | su ORR том 


7075 0.40 0.50 1.2-2.0 0.30 2.1-2.9 0.18-0.28 | 5.1-6.1 0.20 0.05 0.15 


THIS IS TO CERTIFY THAT THE MATERIAL APPLIED TO THE ABOVE PERCENT MAXIMUM UNLESS SHOWN OTHERWISE 
ORDER COVERED BY THIS REPORT HAS BEEN INSPECTED IN REMAINDER ашан 

ACCORDANCE WITH THE SPECIFICATIONS DESCRIBED FORMING 

A PART OF THIS ORDER AND THAT REPRESENTATIVE MATERIAL UNIVERSAL ALLOY CORPORATION 


HAS BEEN TESTED AND FOUND TO MEET THE APPLICABLE 
REQUIREMENTS. FURTHER SHOWN ARE THE COMPOSITION LIMITS 


AND MECHANICAL PROPERTY TEST RESULTS. DOCUMENTATION РА: A 
VERIFYING CONFORMANCE TO THESE REQUIREMENTS IS ON 
FILE AND SUBJECT TO EXAMINATION. Mark Briguglio rgical Lab Manager 
QUALITY ASSURANCE DEPARTMENT 
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